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C ESTIMATE MISSION SUCCESS: 66% SUCCESSFUL 
WEATHER: AS BRIEFED 
25X14 NAVIGATION: [MMMM TURNED AT POINT 423¢N 154de AT 64362 
DUE TO FACE PLATE HEAT MALFUNCTION. EXPOSURES WERE MADE AT 
TURN POINT AND POINT D AT RMI 500 ar pont € aT ARMM 609 25x1A 
AND AT POINT H AT am 689. 25X1A 
COMMUNICATIONS: AS BRIEFED 
D NONE 
REMARKS-ONLY 4 FILTERS WERE EXPOSED, ALL ALTITUDES WERE COVERED 


een “a METER INDICATED IN THE RED AT FMM 680. 25x14 
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